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(JOVFRNMF.NT OF PONDICHERRY 

ABSTRACT 

Electricity Department — Thint M . Viswalingani, Deputy 
Director-— Confirmation in the grade of Assistant En- 
gineer — Ordrey — Issued. 


Health, Filncfttion St Welfare Department 

Pondicherry" 1 , the 2 8//1 July 1971 
ORDER 

The following notification will he published in the 
official Gazelle of Pondicherry : — ■ 

NOTIFICATION 


G\0. Ms, No. 116/71-EL. — l him M. Viswulingam, 
officiating as Deputy Director in the Electricity Depart' 
ment, Pondicherry, is appointed substantively in the 
grade of Assistant Engineer with effect from 1 st April, 
1964. 


(By order of the Lieutenant Governor) 

FRANCOIS DE CONDAPPA 
Under Secretary to Government 
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